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Augmentation—cont’d 
Hydroxyapatite for alveolar ridge augmentation: a clinical study 
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Autogenous bone graft 
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graft from a maxillary tuberosity (Moenning and Graham). 1986; 
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Hydroxyapatite for alveolar ridge augmentation: a clinical study 
(Cranin et al). 1986; 56:592-9 
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(Panno et al). 1986; 56:655-61 
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Veterans Administration Cooperative Studies Project No. 147. Part 
II: a new assessment system for rating metal-ceramic crowns 
(Morris). 1986; 56:546-51 

Veterans Administration Cooperative Studies Project No. 147. Part 
III: assessment of blindness in a clinical evaluation of alternative 
alloys for metal-ceramic crowns. 1986: 56:692-7 
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Blockout before making impressions of bars (Winkler and Gray). 
1986; 56:258 (Tips) 

Use of polyvinyl siloxane as blockout material during indirect 
placement of overdenture attachments (Gerrow and Jons). 1986; 
56:510-2 

Bond 

Bond strengths of etched base metals: effects of errors in surface area 
estimation (Hill et al). 1986; 56:41-6 

A chemical etching system for creating micromechanical retention in 
resin-bonded retainers (Livaditis). 1986; 56:181-8 

Effect of four pretreatment techniques on porcelain-to-metal bond 
strength (Daftary and Donovan). 1986; 56:535-9 

Effect of preparation finish on retention and fit of complete crowns 
(Tjan and Sarkissian). 1986; 56:283-8 

Etched-metal resin-bonded intracoronal cast restorations. Part I: the 
attachment mechanism (Livaditis). 1986; 56:267-74 

Increasing the bond strength of metal-ceramic restorations (Winkler 
and Wongthai). 1986; 56:396-401 

Load cycling of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:239-42 

Porous metal coatings for resin-bonding systems (Stokes and Tid- 
marsh). 1986; 56:170-5 

A quantitative study of preporcelain soldered connector strength 
with palladium-based porcelain bonding alloys (Beck et al). 1986: 
56:301-6 
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Bond—cont’d 
Relationship of surface area and design to the bond strength of 
etched cast restorations: an in vitro study (Murakami and 
Barrack). 1986; 56:539-45 
Sequentially light-cured composite resins: strength of bond between 
layers (Eli et al). 1986; 56:158-61 
Shear strength of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:99-104 
Bone graft; see also Bone implant 
Elimination of mandibular labial undercut with autogenous bone 
graft from a maxillary tuberosity (Moenning and Graham). 1986; 
56:211-4 
Hydroxyapatite for alveolar ridge augmentation: a clinical study 
(Cranin et al). 1986; 56:592-9 
Bone implant; see also Bone graft 
Technique to restore staple bone implants with semiprecision 
attachments (Koslen). 1986; 56:466-9 
Bone i 
Osteoporosis and mandibular bone resorption: a prosthodontic 
perspective (Sones et al). 1986; 56:732-6 
Book reviews 
Book reviews. 1986; 56:125-6, 260, 517-519 
Border extension 
Use of the periodontal probe to determine border extensions of 
impression trays (Kluth). 1986; 56:746-7 (Tips) 
Boxing of impressions 
Quick boxing of impressions with irreversible hydrocolloid (Hama- 
da). 1986; 56:743-5 


Burnishing 
A tool for burnishing gold (Brooks). 1986; 56:257 (Tips) 


Cc 
Calcium hydroxide 
Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 
Cancer 
Adenocarcinoma of the tongue complicated by a hemimandibulecto- 
my: soft tissue support for a tongue prosthesis in an edentulous 
glossectomy patient (Ballard et al). 1986; 56:470-3 


Canine slope and glenoid cavity morphology: relationships with 
dental wear (Buyle-Bodin et al). 1986; 56:312-7 
Canines as removable partial denture abutments. Part I: tooth rank 
and canine incidence (McArthur). 1986; 56:197-9 
Canines as removable partial denture abutments. Part II: rest and 
undercut location for retainers (McArthur). 1986; 56:445-50 
An esthetic removable partial denture retainer for the maxillary 
canine (Hansen and Iverson). 1986; 56:199-203 
Carcinoma 
Adenocarcinoma of the tongue complicated by a hemimandibulecto- 
my: soft tissue support for a tongue prosthesis in an edentulous 
glossectomy patient (Ballard et al). 1986; 56:470-3 
Cast; see also Cast restoration; Casting 
A cast core system with interlocking posts (Spector). 1986; 56:16- 
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A clinical comparison of three types of resin-retained cast metal 
prostheses (Creugers et al). 1986; 56:297-300 
The effects of surface texture and grooving on the retention of cast 
crowns (Witwer et al). 1986; 56:421-4 
Natural teeth pontics for a cast metal resin-bonded prosthesis 
(Binkley et al). 1986; 56:531-5 
Resin-bonded prostheses: microleakage and luting agent thickness of 
etched and cast-meshwork retainers (Rothermel and Kelly). 1986; 
56:47-50 
A simplified palatal expansion prosthesis (Striano and Comella). 
1986; 56:639-40 
Cast gold 
Gold movement (Eames). 1986; 56:516 (Letter) 
Cast restoration; see also Cast; Casting 
Etched-metal resin-bonded intracoronal cast restorations. Part I: the 
attachment mechanism (Livaditis). 1986; 56:267-74 
Etched-metal resin-bonded intracoronal cast restorations. Part II: 
design criteria for cavity preparation (Livaditis). 1986; 56:389- 
95 





Cast restoration—cont’d 
Relationship of surface area and design to the bond strength of 
etched cast restorations: an in vitro study (Murakami and 
Barrack). 1986; 56:539-45 
A review of methods and techniques to improve the fit of cast 
restorations (Schwartz). 1986; 56:279-83 
Castings; see also Cast; Cast restoration 
Evaluating six sprue designs used in making high-palladium alloy 
castings (Peregrina and Rieger). 1986; 56:192-6 
Internal porosity in conically sprued base-metal castings (Rieger et 
al). 1986; 56:19-25 
Cavity preparation 
Etched-metal resin-bonded intracoronal cast restorations. Part II: 
design criteria for cavity preparation (Livaditis). 1986; 56:389- 
95 
Cement; see also Adhesive 
The contribution of a pinhole to the retention and resistance form of 
veneer crowns (Galun et al). 1986; 56:292-7 
Effect of preparation finish on retention and fit of complete crowns 
(Tjan and Sarkissian). 1986; 56:283-8 
Esthetic veneer cementation (Nicholls). 1986; 56:9-12 
Retention of serrated endodontic posts with a composite luting agent: 
effect of cement thickness (Assif and Bleicher). 1986; 56:689-91 
Centric relation 
Condylar retruded contact position and intercuspal position correla- 
tion in dentulous patients. Part I: three-dimensional analysis of 
condylar registrations (Rosner and Goldberg). 1986; 56:230-9 
A new device for accurately recording centric relation (Woelfel). 
1986; 56:716-27 
ics 
A cephalometric technique for prosthodontic diagnosis and treat- 
ment planning (Chaconas and Gonidis). 1986; 56:567-74 
Ceramic; see also Ceramometal restoration 
Ceramic/metal solder connectors (Rosen). 1986; 56:671-7 
A metal-ceramic restoration with a porcelain labial margin: a 
modified direct lift method (Hurtado). 1986; 56:380-1 
Plaque retention on teeth restored with full-ceramic crowns: a 
comparative study (Chan and Weber). 1986; 56:666-71 
Veterans Administration Cooperative Studies Project No. 147. Part 
II: a new assessment system for rating metal-ceramic crowns 
(Morris). 1986; 56:546-51 
il crown 
An analysis of margin adaptation of all-porcelain facial margin 
ceramometal crowns (Wanserski et al). 1986; 56:289-92 
Cervical lesion 
Glass ionomer-microfil technique for restoring cervical lesions 
(Bitter). 1986; 56:661-2 
Chewing; see also Masticatory muscle 
The contribution of the deep fibers of the masseter muscle to selected 
tooth-clenching and chewing tasks (Belser and Hannam). 1986; 
56:629-35 
Cingulum rest seats 
Photoelastic analysis of stresses in resin-bonded cingulum rest seats 
(Seto and Caputo). 1986; 56:460-5 


Analysis of facial surface undercuts to determine use of RPI or RPA 
clasps (LaVere). 1986; 56:741-3 
Esthetic placement of bar-clasp direct retainers (Unger and Badr). 
1986; 56:381-2 
Class II amalgam restoration 
Selecting a matrix for a Class II amalgam restoration (Kaplan and 
Schuman). 1986; 56:25-31 


Porous metal coatings for resin-bonding systems (Stokes and Tid- 
marsh). 1986; 56:170-5 


Collagen tube containers: an effective means of controlling particu- 
late hydroxyapatite implants (Shen and Gongloff). 1986; 56:65- 
70 

Color 

Color comparisons of denture teeth and shade guides (Shotwell et 
al). 1986; 56:31-4 

Spectrophotometric analysis of color differences between porcelain 
systems (Seghi et al). 1986; 56:35-40 
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Color photography 

An author’s guide to controlling the photograph: good, consistent 
results require consistent conditions (Dankoski and Painter). 
1986; 56:133-7 

Complete denture; see also Denture 

Refitting complete dentures in patients with severe tissue undercuts 
(Granata). 1986; 56:119-22 

Spray-sprinkle-on technique for stabilized complete denture record 
base fabrication (Hamada). 1986; 56:641-4 

Composite. 

Dimensional stability of composites used as a core material (Oliva 
and Lowe). 1986; 56:554-61 

In vitro effect of acidulated phosphate fluoride gel on the surface of 
composites with different filler particles (Kula et al). 1986; 
56:161-9 

Load cycling of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:239-42 

Microleakage between light-cured composites and repairs (Chalkley 
and Chan). 1986; 56:441-4 

Modulus of elasticity in bending of composites and amalgams 
(Bryant and Mahler). 1986; 56:243-8 

Retention of prefabricated posts with dental adhesive and composite 
(Ben-Amar et al). 1986; 56:681-4 

Retention of serrated endodontic posts with a composite luting agent: 
effect of cement thickness (Assif and Bleicher). 1986; 56:689-91 

Sequentially light-cured composite resins: strength of bond between 
layers (Eli et al). 1986; 56:158-61 
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(Toth et al). 1986; 56:99-104 
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Clinically oriented evaluation of the accuracy of commonly used 

impression materials (Tjan et al). 1986; 56:4-8 
Condylar path 
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needlepoint tracings (Eichhold et al). 1986; 56:698-701 

Temporomandibular joint disk position as determined by a simple 
recorder (Bates et al). 1986; 56:221-4 
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Condylar retruded contact position and intercuspal position correla- 
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dentulous patients. Part II: patients classified by anamnestic 
questionnaire (Rosner and Goldberg). 1986; 56:359-68 

Conical sprue 

Internal porosity in conically sprued base-metal castings (Rieger et 

al). 1986; 56:19-25 
Connector 

Ceramic/metal solder connectors (Rosen). 1986; 56:671-7 

A quantitative study of preporcelain soldered connector strength 
with palladium-based porcelain bonding alloys (Beck et al). 1986; 
56:301-6 

Use of the split pontic nonrigid connector with the tilted molar 
abutment (O’Connor et al). 1986; 56:249-51 

Contact position 

Condylar retruded contact position and intercuspal position cor- 
relation in dentulous patients. Part I: three-dimensional analy- 
sis of condylar registrations (Rosner and Goldberg). 1986; 
56:230-9 

Condylar retruded contact position and intercuspal position in 
dentulous patients. Part II: patients classified by anamnestic 
questionnaire (Rosner and Goldberg). 1986; 56:359-68 

Contour 

Contouring wedge with compound aids gingival adaptation of 

matrix band (Re and Porter). 1986; 56:514 (Tips) 
Con’ 

Retention and resistance in preparations for extracoronal restora- 
tions. Part II: practical and clinical studies (Owen). 1986; 
56:148-53 

Core 

A cast core system with interlocking posts (Spector). 1986; 56:16- 
9 

Dimensional stability of composites used as a core material (Oliva 
and Lowe). 1986; 56:554-61 
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Correspondence 
Letters. 1986; 56:259, 516, 759 
Craniomandibular function and dysfunction 
Craniomandibular function and dysfunction. 1986; 56:75-92, 217- 
25, 344-58, 478-92, 600-23, 716-31 
Crazing reduction 
Retention of self-threading pins with reduced stress from insertion 
(Webb et al). 1986; 56:684-8 
Crown 
An analysis of margin adaptation of all-porcelain facial margin 
ceramometal crowns (Wanserski et al). 1986; 56:289-92 
The contribution of a pinhole to the retention and resistance form of 
veneer crowns (Galun et al). 1986; 56:292-7 
Effect of preparation finish on retention and fit of complete crowns 
(Tjan and Sarkissian). 1986; 56:283-8 
The effects of surface texture and grooving on the retention of cast 
crowns (Witwer et al). 1986; 56:421-4 
Esthetic procelain margins: a modified porcelain-wax technique 
(Wiley et al). 1986; 56:527-30 
Forced eruption in crown-lengthening procedures (Johnson and 
Sivers). 1986; 56:424-7 
Plaque retention on teeth restored with full-ceramic crowns: a 
comparative study (Chan and Weber). 1986; 56:666-71 
Retention and resistance in preparations for extracoronal restora- 
tions. Part II: practical and clinical studies (Owen). 1986; 
56:148-53 
A survey of crown and fixed partial denture failures: length of 
service and reasons for replacement (Walton et al). 1986; 
56:416-21 
Veterans Administration Cooperative Studies Project No. 147. Part 
II: a new assessment system for rating metal-ceramic crowns 
(Morris). 1986; 56:546-51 
Veterans Administration Cooperative Studies Project No. 147. Part 
III: assessment of blindness in a clinical evaluation of alternative 
alloys for metal-ceramic crowns (Morris). 1986; 56:692-7 
Curing silicone 
Clinically oriented evaluation of the accuracy of commonly used 
impression materials (Tjan et al). 1986; 56:4-8 
Cutting instrument 
Gold movement (Eames). 1986; 56:516 (Letter) 


D 
Dam 
Rubber dam isolation in a difficult situation (Re et al). 1986; 
56:319-21 
Degenerative joint disease 
Temporomandibular joint spatial relationships: osseous and soft 
tissues (Hatcher et al). 1986; 56:344-53 
Dental implants 
Dental implants. 1986; 56:61-74, 208-16, 338-43, 466-77, 583-99, 
708-15 
Dental technology 
Dental technology. 1986; 56:113-24, 249-56, 380-2, 510-3, 639-48, 
741-5 
Dental wear 
Canine slope and glenoid cavity morphology: relationships with 
dental wear (Buyle-Bodin et al). 1986; 56:312-7 
Dentin 
In vivo adaptation of restorative materials to dentin (van Dijken and 
HGorstedt). 1986; 56:677-81 
Dentinal hypersensitivity 
Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 
Denture; see also Denture base; Fixed partial denture; Removable 
Canines as removable partial denture abutments. Part II: rest and 
undercut location for retainers (McArthur). 1986; 56:445-50 
Color comparisons of denture teeth and shade guides (Shotwell et 
al). 1986; 56:31-4 
Direct retainers for distal-extension removable partial dentures 
(Frank). 1986; 56:562-7 
Fabrication of treatment restorations using acrylic resin denture 
teeth (Kinsel). 1986; 56:142-5 
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Denture—cont’d 

Hydroxyapatite for alveolar ridge augmentation: a clinical study 
(Cranin et al). 1986;56:592-9 

Incisal relationships during speech (Howell). 1986; 56:93-9 

Laboratory management of Molloplast-B-lined dentures (Schmidt 
et al). 1986; 56:113-8 

Magnetically retained implant denture (Carlyle et al). 1986; 
56:583-6 

Movement of artificial teeth in waxed trial dentures (Shetty and 
Udani). 1986; 56:644-8 

Natural teeth pontics for a cast metal resin-bonded prosthesis 
(Binkley et al). 1986; 56:531-5 

Nocturnal electromyographic evaluation of masseter muscle activity 
in the complete denture patient (von Gonten et al). 1986; 
56:624-9 

Palatal mucosa under dentures: a qualitative histologic and histo- 
chemical analysis (Sharma and Mirza). 1986; 56:574-82 

Photoelastic stress analysis of mandibular removable partial den- 
tures with mesial and distal occlusal rests (Ko et al). 1986; 
56:454-60 

A photoelastic study of rests on solitary abutments for distal- 
extension removable partial dentures (Myers et al). 1986; 56:702- 
7 


Refitting complete dentures in patients with severe tissue undercuts 
(Granata). 1986; 56:119-22 

A reinforced composite fixed partial denture (Christensen). 1986; 
56:665-6 

Retentive characteristics of different magnetic systems for dental 
applications (Highton et al). 1986; 56:104-6 

A survey of crown and fixed partial denture failures: length of 
service and reasons for replacement (Walton et al). 1986; 
56:416-21 

Denture base 

A prosthesis fabrication technique for the edentulous maxillary 
resection patient (Shifman and Kusner). 1986; 56:586-92 

Spray-sprinkle-on technique for stabilized complete denture record 
base fabrication (Hamada). 1986; 56:641-4 


A cephalometric technique for prosthodontic diagnosis and treat- 
ment planning (Chaconas and Gonidis). 1986; 56:567-74 

A rational approach to the differential diagnosis of arthritic disor- 
ders (Tanaka). 1986; 56:727-31 

Temporomandibular joint disorder: a diagnostic challenge (Hellsing 
et al). 1986; 56:600-6 

Die 

Comparison study of elastic impression material (Drummond and 

Randolph). 1986; 56:188-92 


Dimensional stability of composites used as a core material (Oliva 
and Lowe). 1986; 56:554-61 
Direct retainer 
Direct retainers for distal-extension removable partial dentures 
(Frank). 1986; 56:562-7 
Esthetic placement of bar-clasp direct retainers (Unger and Badr). 
1986; 56:381-2 
Disinfection method for impression materials: freedom from fear of 
hepatitis B and acquired immunodeficiency syndrome (Minagi et 
al). 1986; 56:451-4 
Distal-extension denture 
Direct retainers for distal-extension removable partial dentures 
(Frank). 1986; 56:562-7 
Evaluation of load transmission by distal-extension removable 
partial dentures by using reflection photoelasticity (Pezzoli et al). 
1986; 56:329-37 
A photoelastic study of rests on solitary abutments for distal- 
extension removable partial dentures (Myers et al). 1986; 56:702- 
7 
Measuring diurnal variations in occlusal contact areas (Molligoda et 
al). 1986; 56:487-92 
Dowel 
An alternative technique for dowel pin placement (Troendle and 
Troendle). 1986; 56:512-3 





E 
Education 
How dentists learned about resin-bonded prostheses (Landesman et 
al). 1986; 56:493-7 
Research and education. 1986; 56:93-112, 226-48, 359-79, 493-509, 
624-38, 732-40 
Eggan Holder 
An alternative holder for radiographic evaluation of tissue-integrat- 
ed prostheses (Cox and Pharoah). 1986; 56:338-41 
Elastic impression material 
Comparison study of elastic impression material (Drummond and 
Randolph). 1986; 56:188-92 
Elasticity 
Modulus of elasticity in bending of composites and amalgams 
(Bryant and Mahler). 1986; 56:243-8 
Electromyography a 
Nocturnal electromyographic evaluation of masseter muscle activity 
in the complete denture patient (von Gonten et al). 1986; 
56:624-9 


Electrosurgical management of hyperplastic tissue (Patel). 1986; 
56:145-7 
Enamel 
Etched-metal resin-bonded intracoronal cast restorations. Part I: the 
attachment mechanism (Livaditis). 1986; 56:267-74 
Endodontics 
Retention of serrated endodontic posts with a composite luting 
agent: effect of cement thickness (Assif and Bleicher). 1986; 
56:689-91 
Erratum 
Inert gas presoldering of nickel-chromium alloys (Anusavice and 
Shafagh) (1986; 55:321). 1986; 56:519 
Laboratory management of Milloplast-B-lined dentures (Schmidt et 
al) (1986. 56:114). 1986; 56:519 
Report of Committee on Scientific Investigation of the American 
Acadamy of Restorative Dentistry (Phillips et al) (1986; 55:737). 
1986; 56:515 
ion 
Forced eruption in crown-lengthening procedures (Johnson and 
Sivers). 1986; 56:424-7 
Esthetics 
Esthetic placement of bar-clasp direct retainers (Unger and Badr). 
1986; 56:381-2 
Esthetic procelain margins: a modified porcelain-wax technique 
(Wiley et al). 1986; 56:527-30 
An esthetic removable partial denture reiainer for the maxillary 
canine (Hansen and Iverson). 1986; 56:199-203 
Esthetic veneer cementation (Nicholls). 1986; 56:9-12 
Fabrication of treatment restorations using acrylic resin denture 
teeth (Kinsel). 1986; 56:142-5 


Bond strengths of etched base metals: effects of errors in surface area 
estimation (Hill et al). 1986; 56:41-6 

A chemical etching system for creating micromechanical retention in 
resin-bonded retainers (Livaditis). 1986; 56:181-8 

Etched-metal resin-bonded intracoronal cast restorations. Part I: the 
attachment mechanism (Livaditis). 1986; 56:267-74 

Relationship of surface area and design to the bond strength of 
etched cast restorations: an in vitro study (Murakami and 
Barrack). 1986; 56:539-45 

Resin-bonded prostheses: microleakage and luting agent thickness of 
etched and cast-meshwork retainers (Rothermel and Kelly). 1986; 
56:47-50 

Extracoronal restorations 

Retention and resistance in preparations for extracoronal restora- 
tions. Part I: theoretic studies (Owen). 1986; 56:13-6 

Retention and resistance in preparations for extracoronal restora- 
tions. Part II: practical and clinical studies (Owen). 1986; 
56:148-53 

Extracranial point of reference 

A plane of orientation with an extracranial anterior point of 

reference (Krueger and Schneider). 1986; 56:56-60 


F 
Fabrication 
A prosthesis fabrication technique for the edentulous maxillary 
resection patient (Shifman and Kusner). 1986; 56:586-92 
Fabrication of treatment restorations using acrylic resin denture 
teeth (Kinsel). 1986; 56:142-5 
Spray-sprinkle-on technique for stabilized complete denture record 
base fabrication (Hamada). 1986; 56:641-4 
Temporomandibular joint disk position as determined by a simple 
recorder (Bates et al). 1986; 56:221-4 
Face-bow fork 
A modified face-bow fork (Adkisson). 1986; 56:252-3 
Facial margin crowns 
An analysis of margin adaptation of all-porcelain facial margin 
ceramometal crowns (Wanserski et al). 1986; 56:289-92 
Facial pain; see Pain 
Facial undercuts 
Analysis of facial surface undercuts to determine use of RPI or RPA 
clasps (LaVere). 1986; 56:741-3 
Filler particles 
In vitro effect of acidulated phosphate fluoride gel on the surface of 
composites with different filler particles (Kula et al). 1986; 
56:161-9 
Film 
An author’s guide to controlling the photograph: good, consistent 
results require consistent conditions (Dankoski and Painter). 
1986; 56:133-7 
Finish 
Effect of preparation finish on retention and fit of complete crowns 
(Tjan and Sarkissian). 1986; 56:283-8 
Evaluation of interproximal finishing techniques for silver amalgam 
restorations (Bower et al). 1986; 56:274-8 
An evaluation of polishing techniques on surface roughness of 
acrylic resins (Ulusoy et al). 1986; 56:107-12 
Fixed partial denture; see also Fixed prosthodontics 
A clinical comparison of three types of resin-retained cast metal 
prostheses (Creugers et al). 1986; 56:297-300 
Inlay repair of a broken solder joint (Skeeters et al). 1986; 
56:156-7 
Natural teeth pontics for a cast metal resin-bonded prosthesis 
(Binkley et al). 1986; 56:531-5 
A reinforced composite fixed partial denture (Christensen). 1986; 
56:665-6 
A survey of crown and fixed partial denture failures: length of 
service and reasons for replacement (Walton et al). 1986; 
56:416-21 
Use of the split pontic nonrigid connector with the tilted molar 
abutment (O’Connor et al). 1986; 56:249-51 
Fixed prosthodontics 
Fixed prosthodontics. 1986; 56:1-50, 138-96, 267-321, 389-444, 
527-61, 655-97 
Fluorid 
Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 
In vitro effect of acidulated phosphate fluoride gel on the surface of 
composites with different filler particles (Kula et al). 1986; 
56:161-9 
Force 
Discomfort and bite force in painful masseter muscles after intra- 
muscular analysis (Sharma and Mirza). 1986; 56:574-82 
Limits of human bite strength (Gibbs et al). 1986; 56:226-9 
Forced eruption 
Forced eruption in crown-lengthening procedures (Johnson and 
Sivers). 1986; 56:424-7 
F 


Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307-11 
Fracture patterns 
Porous metal coatings for resin-bonding systems (Stokes and Tid- 
marsh). 1986; 56:170-5 
Fungi 
The isolation of fungi from dental laboratory pumice (Williams et 
al). 1986; 56:737-40 
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Furcation 
Considerations for furcation treatment. Part I: diagnosis and treat- 
ment planning (Baima). 1986; 56:138-42 


G 
Gender 
Discriminative ability of the TMJ Scale: age and gender differences 
(Lundeen et al). 1986; 56:84-92 
Gingiva 
Contouring wedge with compound aids gingival adaptation of 
matrix band (Re and Porter). 1986; 56:514 (Tips) 
Electrosurgical management of hyperplastic tissue (Patel). 1986; 
56:145-7 
Gingival augmentation for osseointegrated implant prostheses (Par- 
el et al). 1986; 56:208-11 
Glass ionomer cement 
Glass ionomer-microfil technique for restoring cervical lesions 
(Bitter). 1986; 56:661-2 
In vivo adaptation of restorative materials to dentin (van Dijken and 
HGorstedt). 1986; 56:677-81 
Glenoid cavity 
Canine slope and glenoid cavity morphology: relationships with 
dental wear (Buyle-Bodin et al). 1986; 56:312-7 
Glossectomy 
Adenocarcinoma of the tongue complicated by a hemimandibulecto- 
my: soft tissue support for a tongue prosthesis in an edentulous 
glossectomy patient (Ballard et al). 1986; 56:470-3 
Glucocorticoids 
Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 
Gold 
Clinical evaluations of gold foils (Balaban et al). 1986; 56:663-5 
Gold movement (Eames). 1986; 56:516 (Letter) 
Graft 
Elimination of mandibular labial undercut with autogenous bone 
graft from a maxillary tuberosity (Moenning and Graham). 1986; 
56:211-4 
Hydroxyapatite for alveolar ridge augmentation: a clinical study 
(Cranin et al). 1986; 56:592-9 


An evaluation of polishing techniques on surface roughness of 
acrylic resins (Ulusoy et al). 1986; 56:107-12 


The effects of surface texture and grooving on the retention of cast 
crowns (Witwer et al). 1986; 56:421-4 


H 
Hanau model H-2 articulator 
A formula to determine the lateral condylar guidance from intraoral 
needlepoint tracings (Eichhold et al). 1986; 56:698-701 
Head position 
A plane of orientation with an extracranial anterior point of 
reference (Krueger and Schneider). 1986; 56:56-60 
Heat treatment 
Influence of heat treatment on the surface texture of an etched cast 
nickel-chromium base alloy: an evaluation by profilometric 
records (Marinello et al). 1986; 56:431-5 
Hepatitis B 
Disinfection method for impression materials: freedom from fear of. 
hepatitis B and acquired immunodeficiency syndrome (Minagi et 
al). 1986; 56:451-4 
High-palladium alloy 
Evaluating six sprue designs used in making high-palladium alloy 
castings (Peregrina and Rieger). 1986; 56:192-6 
Hinge interocclusal clearance 
Variation of hinge interocclusal clearance and modifying mecha- 
nisms (Tsao). 1986; 56:606-16 


Palatal mucosa under dentures: a qualitative histologic and histo- 
chemical analysis (Sharma and Mirza). 1986; 56:574-82 
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Palatal mucosa under dentures: a qualitative histologic and histo- 
chemical analysis (Sharma and Mirza). 1986; 56:574-82 
Holder 
An alternative holder for radiographic evaluation of tissue-integrat- 
ed prostheses (Cox and Pharoah). 1986; 56:338-41 
Human bite strength; see also Force 
Limits of human bite strength (Gibbs et al). 1986; 56:226-9 
Hydrocolloid 
Changes in pH of irreversible hydrocolloid impression materials 
during setting (Moergeli and Vermilyea). 1986; 56:342-3 
Clinically oriented evaluation of the accuracy of commonly used 
impression materials (Tjan et al). 1986; 56:4-8 
Quick boxing of impressions with irreversible hydrocolloid (Hama- 
da). 1986; 56:743-5 
Hydroxyapatite 
Collagen tube containers: an effective means of controlling particu- 
late hydroxyapatite implants (Shen and Gongloff). 1986; 56:65- 
70 
Hydroxyapatite for alveolar ridge augmentation: a clinical study 
(Cranin et al). 1986; 56:592-9 
Particles versus solid forms of hydroxyapatite as a treatment 
modality to preserve residual alveolar ridges (Bell). 1986; 56:322- 
6 


Using soft vinyl stents to facilitate augmentation of maxillary 
anterior atrophic ridges with hydroxyapatite (Torres et al). 1986; 
56:326-9 

Hyperplastic tissue 

Electrosurgical management of hyperplastic tissue (Patel). 1986; 

56:145-7 
Hypersensitive teeth 

Hypersensitive teeth. Part I: etiology (Krauser). 1986; 56:153-6 

Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 


Hypersensitivity 
Dental implications of nickel hypersensitivity (Jones et al). 1986; 
56:507-9 


I 
Identification 
Identification of removable dental prosthesis (Chalian et al). 1986; 
56:254-6 
Implant 
Collagen tube containers: an effectiv> means of controlling particu- 
late hydroxyapatite implants (Shen and Gongloff). 1986; 56:65- 
70 
Dental implants. 1986; 56:61-74, 208-16, 338-43, 466-77, 583-99, 
708-15 
Gingival augmentation for osseointegrated implant prostheses (Par- 
el et al). 1986; 56:208-11 
Magnetically retained implant denture (Carlyle et al). 1986; 
56:583-6 
Modifications of existing prosthesis with osseointegrated implants 
(Parel et al). 1986; 56:61-5 
Technique to restore staple bone implants with semiprecision 
attachments (Koslen). 1986; 56:466-9 
Blockout before making impressions of bars (Winkler and Gray). 
1986; 56:258 (Tips) 
Changes in pH of irreversible hydrocolloid impression materials 
during setting (Moergeli and Vermilyea). 1986; 56:342-3 
Clinically oriented evaluation of the accuracy of commonly used 
impression materials (Tjan et al). 1986; 56:4-8 
Comparison study of elastic impression material (Drummond and 
Randolph). 1986; 56:188-92 
Disinfection method for impression materials: freedom from fear of 
hepatitis B and acquired immunodeficiency syndrome (Minagi et 
al). 1986; 56:451-4 
A prosthesis fabrication technique for the edentulous maxillary 
resection patient (Shifman and Kusner). 1986; 56:586-92 
Quick boxing of impressions with irreversible hydrocolloid (Hama- 
da). 1986; 56:743-5 





Son teny 
Use of the periodontal probe to determine border extensions of 
impression trays (Kluth). 1986; 56:746-7 (Tips) 
Incisors 
Incisal relationships during speech (Howell). 1986; 56:93-9 
Relationship of surface area and design to the bond strength of 
etched cast restorations: an in vitro study (Murakami and 
Barrack). 1986; 56:539-45 
tion 
Electrosurgical management of hyperplastic tissue (Patel). 1986; 
56:145-7 
Iniecti 
Discomfort and bite force in painful masseter muscles after intra- 
muscular injections of local anesthetic and saline solution (Hag- 
berg et al). 1986; 56:354-8 
Inlay 
Inlay repair of a broken solder joint (Skeeters et al). 1986; 
56:156-7 
Instrument 
Gold movement (Eames). 1986; 56:516 (Letter) 
position 
Condylar retruded contact position and intercuspal position correla- 
tion in dentulous patients. Part I: three-dimensional analysis of 
condylar registrations (Rosner and Goldberg). 1986; 56:230-9 
Condylar retruded contact position and intercuspal position in 
dentulous patients. Part II: patients classified by anamnestic 
questionnaire (Rosner and Goldberg). 1986; 56:359-68 
Interlocking post 
A cast core system with interlocking posts (Spector). 1986; 56:16- 
9 
Internal porosity 
Internal porosity in conically sprued base-metal castings (Rieger et 
al). 1986; 56:19-25 
Interocclusal 
Variation of hinge interocclusal clearance and modifying mecha- 
nisms (Tsao). 1986; 56:606-16 
Evaluation of interproximal finishing techniques for silver amalgam 
restorations (Bower et al). 1986; 56:274-8 
Intracoronal restoration 
Etched-metal resin-bonded intracoronal cast restorations. Part I: the 
attachment mechanism (Livaditis). 1986; 56:267-74 
Etched-metal resin-bonded intracoronal cast restorations. Part II: 
design criteria for cavity preparation (Livaditis). 1986; 56:389- 
95 
Intramuscular injection 
Discomfort and bite force in painful masseter muscles after intra- 
muscular injections of local anesthetic and saline solution (Hag- 
berg et al). 1986; 56:354-8 
Investment 
Investing and packing removable partial denture bases to minimize 
vertical processing error (Palmer and Coffey). 1986; 56:123-4 
Changes in pH of irreversible hydrocolloid impression materials 
during setting (Moergeli and Vermilyea). 1986; 56:342-3 
Quick boxing of impressions with irreversible hydrocolloid (Hama- 
da). 1986; 56:743-5 


J 
Jaw relationship 
A prosthesis fabrication technique for the edentulous maxillary 
resection patient (Shifman and Kusner). 1986; 56:586-92 
Temporomandibular joint disk position as determined by a simple 
recorder (Bates et al). 1986; 56:221-4 
Jaw-operated proximity switch 
A jaw-operated proximity switch for a paraplegic patient (DiPietro 
et al). 1986; 56:711-5 
Joint, temporomandibular; see Temporomandibular joint 
L 
Labial bevel 
Evaluation of the 45-degree labial bevel with a shoulder preparation 
(Panno et al). 1986; 56:655-61 


776 


SUBJECT INDEX 


Labial margin 
A metal-ceramic restoration with a porcelain labial margin: a 
modified direct lift method (Hurtado). 1986; 56:380-1 
Labial undercut 
Elimination of mandibular labial undercut with autogenous bone 
graft from a maxillary tuberosity (Moenning and Graham). 1986; 
56:211-4 
Lateral condylar guidance 
A formula to determine lateral condylar guidance from intraoral 
needlepoint tracings (Eichhold et al). 1986: 56:698-701 


Letters 
Letters. 1986; 56:259, 516, 759 
Light curing 
Microleakage between light-cured composites and repairs (Chalkley 
and Chan). 1986; 56:441-4 
A new visible light-cured resin system applied to removable 
prosthodontics (Ogle et al). 1986; 56:497-506 
Sequentially light-cured composite resins: strength of bond between 
layers (Eli et al). 1986; 56:158-61 


cusp 

Relationship of surface area and design to the bond strength of 
etched cast restorations: an in vitro study (Murakami and 
Barrack). 1986; 56:539-45 

Lingual rest seat 

Load cycling of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:239-42 

Shear strength of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:99-104 


Evaluation of load transmission by distal-extension removable 
partial dentures by using reflection photoelasticity (Pezzoli et al). 
1986; 56:329-37 

Load cycling of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:239-42 

Local anesthetic 

Discomfort and bite force in painful masseter muscles after intra- 
muscular injections of local anesthetic and saline solution (Hag- 
berg et al). 1986; 56:354-8 

Luting media; see also specific medium 

Effect of preparation finish on retention and fit of complete crowns 
(Tjan and Sarkissian). 1986; 56:283-8 

Resin-bonded prostheses: microleakage and luting agent thickness of 
etched and cast-meshwork retainers (Rothermel and Kelly). 1986; 
56:47-50 


M 


Magnetically retained implant denture (Carlyle et al). 1986; 
56:583-6 
Retentive characteristics of different magnetic systems for dental 
applications (Highton et al). 1986; 56:104-6 
Mandible 
Condylar retruded contact position and intercuspal position correla- 
tion in dentulous patients. Part I: three-dimensional analysis of 
condylar registrations (Rosner and Goldberg). 1986; 56:230-9 
Elimination of mandibular labial undercut with autogenous bone 
graft from a maxillary tuberosity (Moenning and Graham). 1986; 
56:211-4 
Incisal relationships during speech (Howell). 1986; 56:93-9 
Mandibular alveolar ridge 
Hydroxyapatite for alveolar ridge augmentation: a clinical study 
(Cranin et al). 1986; 56:592-9 
Mandibular molar 
Considerations for furcation treatment. Part I: diagnosis and treat- 
ment planning (Baima). 1986; 56:138-42 
Mandibular i 
Osteoporosis and mandibular bone resorption: a prosthodontic 
perspective (Sones et al). 1986; 56:732-6 
ibulectomy 
Adenocarcinoma of the tongue complicated by a hemimandibulecto- 
my: soft tissue support for a prosthesis in an edentulous 
glossectomy patient (Ballard et al). 1986; 56:470-3 
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Mandrel 
A tool for burnishing gold (Brooks). 1986; 56:257 (Tips) 


An analysis of margin adaptation of all-porcelain facial margin 
ceramometal crowns (Wanserski et al). 1986; 56:289-92 
Dimensional stability of composites used as a core material (Oliva 
and Lowe). 1986; 56:554-61 
Gold movement (Eames). 1986; 56:516 (Letter) 
Esthetic procelain margins: a modified porcelain-wax technique 
(Wiley et al). 1986; 56:527-30 
A review of methods and techniques to improve the fit of cast 
restorations (Schwartz). 1986; 56:279-83 
Masseter muscle 
The contribution of the deep fibers of the masseter muscle to selected 
tooth-clenching and chewing tasks (Belser and Hannam). 1986; 
56:629-35 
Discomfort and bite force in painful masseter muscles after intra- 
muscular injections of local anesthetic and saline solution (Hag- 
berg et al). 1986; 56:354-8 
Nocturnal electromyographic evaluation of masseter muscle activity 
in the complete denture patient (von Gonten et al). 1986; 
56:624-9 
Masticatory muscles; see also Chewing 
Canine slope and glenoid cavity morphology: relationships with 
dental wear (Buyle-Bodin et al). 1986; 56:312-7 
Matrix 
Contouring wedge with compound aids gingival adaptation of 
matrix band (Re and Porter). 1986; 56:514 (Tips) 
Selecting a matrix for a Class II amalgam restoration (Kaplan and 
Schuman). 1986; 56:25-31 
Maxillary anterior ridge 
Using soft vinyl stenis to facilitate augmentation of maxillary 
anterior atrophic ridges with hydroxyapatite (Torres et al). 1986; 
56:326-9 
canine 
An esthetic removable partial denture retainer for the maxillary 
canine (Hansen and Iverson). 1986; 56:199-203 
resection 
A prosthesis fabrication technique for the edentulous maxillary 
resection patient (Shifman and Kusner). 1986; 56:586-92 
Maxillary stent 
Using soft vinyl stents to facilitate augmentation of maxillary 
anterior atrophic ridges with hydroxyapatite (Torres et al). 1986; 
56:326-9 
tooth 
Considerations for furcation treatment. Part I: diagnosis and treat- 
ment planning (Baima). 1986; 56:138-42 
trial dentures 
Movement of artificial teeth in waxed trial dentures (Shetty and 
Udani). 1986; 56:644-8 
Maxillary tuberosity 
Elimination of mandibular labial undercut with autogenous bone 
graft from a maxillary tuberosity (Moenning and Graham). 1986; 
56:211-4 
Maxillofacial prosthetics 
Maxillofacial prosthetics. 1986; 56:61-74, 208-16, 338-43, 466-77, 
583-99, 708-15 
Maxillofacial prosthetics: demand and responsibility (Desjardins). 
1986; 56:473-7 
Meatal stenosis 
Prosthetic repair of meatal stenosis (Sela et al). 1986; 56:214-6 
Meshwork retainers 
Resin-bonded prostheses: microleakage and luting agent thickness of 
etched and cast-meshwork retainers (Rothermel and Kelly). 1986; 
56:47-50 
Metal 
Bond strengths of etched base metals: effects of errors in surface area 
estimation (Hill et al). 1986; 56:41-6 
A clinical comparison of three types of resin-retained cast metal 
prostheses (Creugers et al). 1986; 56:297-300 
Effect of four pretreatment techniques on porcelain-to-metal bond 
strength (Daftary and Donovan). 1986; 56:535-9 
Esthetic porcelain margins: a modified porcelain-wax technique 
(Wiley et al). 1986; 56:527-30 
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Metal—cont’d 

Etched-metal resin-bonded intracoronal cast restorations. Part I: the 
attachment mechanism (Livaditis). 1986; 56:267-74 

A metal-ceramic restoration with a porcelain labial margin: a 
modified direct lift method (Hurtado). 1986; 56:380-1 

Increasing the bond strength of metal-ceramic restorations (Winkler 
and Wongthai). 1986; 56:396-401 

Internal porosity in conically sprued base-metal castings (Rieger et 
al). 1986; 56:19-25 

Porous metal coatings for resin-bonding systems (Stokes and Tid- 
marsh). 1986; 56:170-5 

Veterans Administration Cooperative Studies Project No. 147. Part 
I: a multidisciplinary, multicenter experimental design for the 
evaluation of alternative metal-ceramic alloys (Morris et al). 
1986; 56:402-6 

Veterans Administration Cooperative Ctudies Project No. 147. Part 
II: a new assessment system for rating metal-ceramic crowns 
(Morris). 1986; 56:546-51 

Veterans Administration Cooperative Studies Project No. 147. Part 
III: assessment of blindness in a clinical evaluation of alternative 
alloys for metal-ceramic crowns (Morris). 1986; 56:692-7 


Microleakage 
Microleakage between light-cured composites and repairs (Chalkley 
and Chan). 1986; 56:441-4 
Microleakage measurement of selected restorative materials: a new 
in vitro method (Derkson et al). 1986; 56:435-40 
Resin-bonded prostheses: microleakage and luting agent thickness of 
etched and cast-meshwork retainers (Rothermel and Kelly). 1986; 
56:47-50 
A chemical etching system for creating micromechanical retention in 
resin-bonded retainers (Livaditis). 1986; 56:181-8 
Mixing bowl traction strips 
Mixing bowl traction strips (Stevenson). 1986; 56:515 (Tips) 
Modified Holder 
An alternative holder for radiographic evaluation of tissue-integrat- 
ed prostheses (Cox and Pharoah). 1986; 56:338-41 
Modulus of elasticity 
Modulus of elasticity in bending of composites and amalgams 
(Bryant and Mahler). 1986; 56:243-8 


Considerations for furcation treatment. Part I: diagnosis and treat- 
ment planning (Baima). 1986; 56:138-42 
Use of the split pontic nonrigid connector with the tilted molar 
abutment (O’Connor et al). 1986; 56:249-51 
Molloplast-B-lined dentures 
Laboratory management of Molloplast-B-lined dentures (Schmidt 
et al). 1986; 56:113-8 
t 
Movement of artificial teeth in waxed trial dentures (Shetty and 
Udani). 1986; 56:644-8 
MPD; see Myofacial pain-dysfunction 
Mucosa 
Palatal mucosa under dentures: a qualitative histologic and histo- 
chemical analysis (Sharma and Mirza). 1986; 56:574-82 
Diagnosis and treatment of myofacial pain-dysfunction (MPD) 
syndrome (Laskin and Block). 1986; 56:75-84 


N 
Nickel 
Dental implications of nickel hypersensitivity (Jones et al). 1986; 
56:507-9 
Influence of heat treatment on the surface texture of an etched cast 
nickel-chromium base alloy: an evaluation by profilometric 
records (Marinello et al). 1986; 56:431-5 
Nocturnal electromyography 
Nocturnal electromyographic evaluation of masseter muscle activity 
in the complete denture patient (von Gonten et al). 1986; 
56:624-9 
Nonrigid connector 
Use of the split pontic nonrigid connector with the tilted molar 
abutment (O’Connor et al). 1986; 56:249-51 





oO 
Obturator 
A prosthesis fabrication technique for the edentulous maxillary 
resection patient (Shifman and Kusner). 1986; 56:586-92 
Occlusal contact 
Measuring diurnal variations in occlusal contact areas (Molligoda et 
al). 1986; 56:487-92 
Occlusal loading 
Modulus of elasticity in bending of composites and amalgams 
(Bryant and Mahler). 1986; 56:243-8 
Occlusal rest 
A photoelastic study of rests on solitary abutments for distal- 
extension removable partial dentures (Myers et al). 1986; 56:702- 
~ 
Occlusion 
Loading on the temporomandibular joints with five occlusal condi- 
tions (Ito et al). 1986; 56:478-84 
ive dentistry 
Fixed prosthodontics and operative dentistry. 1986; 56:1-50, 138-96, 
267-321, 389-444, 527-61, 655-97 
Orientation 
A plane of orientation with an extracranial anterior point of 
reference (Krueger and Schneider). 1986; 56:56-60 
Osseointegration 
Gingival augmentation for osseointegrated implant prostheses (Par- 
el et al). 1986; 56:208-11 
Modifications of existing prosthesis with osseointegrated implants 
(Parel et al). 1986; 56:61-5 


Osteoporosis and mandibular bone resorption: a prosthodontic 

perspective (Sones et al). 1986; 56:732-6 
ture 

Blockout before making impressions of bars (Winkler and Gray). 
1986; 56:258 (Tips) 

Retentive characteristics of different magnetic systems for dental 
applications (Highton et al). 1986; 56:104-6 

Use of polyvinyl siloxane as blockout material during indirect 
placement of overdenture attachments (Gerrow and Jons). 1986; 
56:510-2 

Overlay prostheses 

The use of an attachment system for overlay prostheses (Arbree and 

Galovic). 1986; 56:51-5 


P 
P. 

Investing and packing removable partial denture bases to mini- 
mize vertical processing error (Palmer and Coffey). 1986; 56: 
123-4 

Pain 

Diagnosis and treatment of myofacial pain-dysfunction (MPD) 
syndrome (Laskin and Block). 1986; 56:75-84 

Discomfort and bite force in painful masseter muscles after intra- 
muscular injections of local anesthetic and saline solution (Hag- 
berg et al). 1986; 56:354-8 

Some aspects of extracranial causes of facial pain (Janda). 1986; 
56:484-7 

Palatal expansion 

A simplified palatal expansion prosthesis (Striano and Comella). 

1986; 56:639-40 
Palatal mucosa 

Palatal mucosa under dentures: a qualitative histologic and histo- 

chemical analysis (Sharma and Mirza). 1986; 56:574-82 
Palladium 

Evaluating six sprue designs used in making high-palladium alloy 
castings (Peregrina and Rieger). 1986; 56:192-6 

A quantitative study of preporcelain soldered connector strength 
with palladium-based porcelain bonding alloys (Beck et al). 1986; 
56:301-6 

Paraplegia 

A jaw-operated proximity switch for a paraplegic patient (DiPietro 

et al). 1986; 56:711-5 
Partial denture; see Fixed partial denture 
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Particulate hydroxyapatite implants 
Collagen tube containers: an effective means of controlling particu- 
late hydroxyapatite implants (Shen and Gongloff). 1986; 56:65- 
70 


Hydroxyapatite for alveolar ridge augmentation: a clinical study 
(Cranin et al). 1986: 56:592-9 

Particles versus solid forms of hydroxyapatite as a treatment 
modality to preserve residual alveolar ridges (Bell). 1986; 56:322- 
6 


Using soft vinyl stents to facilitate augmentation of maxillary 
anterior atrophic ridges with hydroxyapatite (Torres et al). 1986; 
56:326-9 

Periodontal probe 

Use of the periodontal probe to determine border extensions of 

impression trays (Kluth). 1986; 56:746-7 (Tips) 
Periodontal support 

Effect of apical root resorption on periodontal support (Kalkwarf et 

al). 1986; 56:317-9 
Personality 

Comparative analysis of personality characteristics of dental patients 
in relation to their natural and artificial dentitions (Alvi et al). 
1986; 56:369-79 

pH 
Changes in pH of irreversible hydrocolloid impression materials 
during setting (Moergeli and Vermilyea). 1986; 56:342-3 
Phonetics 
Incisal relationships during speech (Howell). 1986; 56:93-9 
Phosphate fluoride gel 

In vitro effect of acidulated phosphate fluoride gel on the surface of 
composites with different filler particles (Kula et al). 1986; 
56:161-9 

Photoelasticity 

Evaluation of load transmission by distal-extension removable 
partial dentures by using reflection photoelasticity (Pezzoli et al). 
1986; 56:329-37 

Photoelastic analysis of stresses in resin-bonded cingulum rest seats 
(Seto and Caputo). 1986; 56:460-5 

Photoelastic stress analysis of mandibular removable partial den- 
tures with mesial and distal occlusal rests (Ko et al). 1986; 
56:454-60 

Photograph 

An author’s guide to controlling the photograph: good, consistent 
results require consistent conditions (Dankoski and Painter). 
1986; 56:133-7 

Pin 

An alternative technique for dowel pin placement (Troendle and 
Troendle). 1986; 56:512-3 

In vitro evaluation of the shoulder stop in a self-threading pin 
(Marshall et al). 1986; 56:428-30 

Retention of self-threading pins with reduced stress from insertion 
(Webb et al). 1986; 56:684-8 

The use of an attachment system for overlay prostheses (Arbree and 
Galovic). 1986; 56:51-5 

Pinhole 

The contribution of a pinhole to the retention and resistance form of 

veneer crowns (Galun et al). 1986; 56:292-7 
Plane 

A plane of orientation with an extracranial anterior point of 

reference (Krueger and Schneider). 1986; 56:56-60 
Plaque 
Plaque retention on teeth restored with full-ceramic crowns: a 
comparative study (Chan and Weber). 1986; 56:666-71 
Point of reference 
A plane of orientation with an extracranial anterior point of 
reference (Krueger and Schneider). 1986; 56:56-60 
Polishi 

An evaluation of polishing techniques on surface roughness of 

acrylic resins (Ulusoy et al). 1986; 56:107-12 
Polyether ru! 

Clinically oriented evaluation of the accuracy of commonly used 

impression materials (Tjan et al). 1986; 56:4-8 
Polymeric veneer 

In vitro two-body wear of polymeric veneering materials (Smalley 

and Nicholls). 1986; 56:175-81 
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Polymerization 
Sequentially light-cured composite resins: strength of bond between 
layers (Eli et al). 1986; 56:158-61 
Polysulfide rubber 
Clinically oriented evaluation of the accuracy of commonly used 
impression materials (Tjan et al). 1986; 56:4-8 
Polyvinyl siloxane 
Clinically oriented evaluation of the accuracy of commonly used 
impression materials (Tjan et al). 1986; 56:4-8 
Use of polyvinyl siloxane as blockout material during indirect 
placement of overdenture attachments (Gerrow and Jons). 1986; 
56:510-2 
Pontics 5 
Natural teeth pontics for a cast metal resin-bonded prosthesis 
(Binkley et al). 1986; 56:531-5 
Use of the split pontic nonrigid connector with the tilted molar 
abutment (O’Connor et al). 1986; 56:249-51 
Porcelain 
An analysis of margin adaptation of all-porcelain facial margin 
ceramometal crowns (Wanserski et al). 1986; 56:289-92 
Effect of four pretreatment techniques on porcelain-to-metal bond 
strength (Daftary and Donovan). 1986; 56:535-9 
Esthetic procelain margins: a modified porcelain-wax technique 
(Wiley et al). 1986; 56:527-30 
A metal-ceramic restoration with a porcelain labial margin: a 
modified direct lift method (Hurtado). 1986; 56:380-1 
A quantitative study of preporcelain soldered connector strength 
with palladium-based porcelain bonding alloys (Beck et al). 1986; 
56:301-6 
Spectrophotometric analysis of color differences between porcelain 
systems (Seghi et al). 1986; 56:35-40 
The use of porcelain-fused-to-metal restorations in current dental 
practice: a survey (Christensen). 1986; 56:1-3 
Porosity 
Internal porosity in conically sprued base-metal castings (Rieger et 
al). 1986; 56:19-25 
Porous metal coatings for resin-bonding systems (Stokes and Tid- 
marsh). 1986; 56:170-5 
Post 
A cast core system with interlocking posts (Spector). 1986; 56:16- 
9 
Retention of prefabricated posts with dental adhesive and composite 
(Ben-Amar et al). 1986; 56:681-4 
Retention of serrated endodontic posts with a composite luting agent: 
effect of cement thickness (Assif and Bleicher). 1986; 56:689-91 
The use of an attachment system for overlay prostheses (Arbree and 
Galovic). 1986; 56:51-5 
Potassium nitrate 
Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 


Prefabrication 
Retention of prefabricated posts with dental adhesive and composite 
(Ben-Amar et al). 1986; 56:681-4 
Premolar 
Considerations for furcation treatment. Part I: diagnosis and treat- 
ment planning (Baima). 1986; 56:138-42 
Relationship of surface area and design to the bond strength of 
etched cast restorations: an in vitro study (Murakami and 
Barrack). 1986; 56:539-45 


A quantitative study of preporcelain soldered connector strength 
with palladium-based porcelain bonding alloys (Beck et al). 1986; 
56:301-6 

Pretreatment 

Effect of four pretreatment techniques on porcelain-to-metal bond 

strength (Daftary and Donovan). 1986; 56:535-9 


Investing and packing removable partial denture bases to mini- 
mize vertical processing error (Palmer and Coffey). 1986; 
56:123-4 


Influence of heat treatment on the surface texture of an etched cast 


nickel-chromium base alloy: an evaluation by profilometric 
records (Marinello et al). 1986; 56:431-5 
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Prosthesis; see also specific prosthesis 

Adenocarcinoma of the tongue complicated by a hemimandibulecto- 
my: soft tissue support for a tongue prosthesis in an edentulous 
glossectomy patient (Ballard et al). 1986; 56:470-3 

An alternative holder for radiographic evaluation of tissue-integrat- 
ed prostheses (Cox and Pharoah). 1986; 56:338-41 

A clinical comparison of three types of resin-retained cast metal 
prostheses (Creugers et al). 1986; 56:297-300 

Gingival augmentation for osseointegrated implant prostheses (Par- 
el et al). 1986; 56:208-11 

How dentists learned about resin-bonded prostheses (Landesman et 
al). 1986; 56:493-7 

Identification of removable dental prosthesis (Chalian et al). 1986; 
56:254-6 

Maxillofacial prosthetics: demand and responsibility (Desjardins). 
1986; 56:473-7 

Modifications of existing prosthesis with osseointegrated implants 
(Parel et al). 1986; 56:61-5 

Natural teeth pontics for a cast metal resin-bonded prosthesis 
(Binkley et al). 1986; 56:531-5 

Prosthetic repair of meatal stenosis (Sela et al). 1986; 56:214-6 

Record keeping for removable prostheses (Blustein et al). 1986; 
56:747 (Tips) 

Resin-bonded prostheses: microleakage and luting agent thickness of 
etched and cast-meshwork retainers (Rothermel and Kelly). 1986; 
56:47-50 

Retentive characteristics of different magnetic systems for dental 
applications (Highton et al). 1986; 56:104-6 

A simplified palatal expansion prosthesis (Striano and Comella). 
1986; 56:639-40 

The use of an attachment system for overlay prostheses (Arbree and 
Galovic). 1986; 56:51-5 

Proximity switch 

A jaw-operated proximity switch for a paraplegic patient (DiPietro 

et al). 1986; 56:711-5 
Pulp innervation 

Pulp innervation after radiation therapy (Knowles et al). 1986; 

56:708-11 
Pumice 

The isolation of fungi from dental laboratory pumice (Williams et 

al). 1986; 56:737-40 


Q 
Questionnaire 
Discriminative ability of the TMJ Scale: age and gender differences 
(Lundeen et al). 1986; 56:84-92 


R 
Radiation therapy 
Pulp innervation after radiation therapy (Knowles et al). 1986; 
56:708-11 


An alternative holder for radiographic evaluation of tissue-integrat- 
ed prostheses (Cox and Pharoah). 1986; 56:338-41 
Rare earth magnets 
Retentive characteristics of different magnetic systems for dental 
applications (Highton et al). 1986; 56:104-6 
Readers’ round table 
Letters. 1986; 56:259, 516, 759 
Record 
A prosthesis fabrication technique for the edentulous maxillary 
resection patient (Shifman and Kusner). 1986; 56:586-92 
Record keeping for removable prostheses (Blustein et al). 1986; 
56:747 (Tips) 
Spray-sprinkle-on technique for stabilized complete denture record 
base fabrication (Hamada). 1986; 56:641-4 
Temporomandibular joint disk position as determined by a simple 
recorder (Bates et al). 1986; 56:221-4 
Reference plane 
A plane of orientation with an extracranial anterior point of 
reference (Krueger and Schneider). 1986; 56:56-60 


Refitting complete dentures in patients with severe tissue undercuts 
(Granata). 1986; 56:119-22 





Reflection photoelasticity 

Evaluation of load transmission by distal-extension removable 
partial dentures by using reflection photoelasticity (Pezzoli et al). 
1986; 56:329-37 
istration 

Condylar retruded contact position and intercuspal position correla- 
tion in dentulous patients. Part I: thrée-dimensional analysis of 
condylar registrations (Rosner and Goldberg). 1986; 56:230-9 

Removable dental i 

Canines as removable partial denture abutments. Part I: tooth rank 
and canine incidence (McArthur). 1986; 56:197-9 

Canines as removable partial denture abutments. Part II: rest and 
undercut location for retainers (McArthur). 1986; 56:445-50 

Direct retainers for distal-extension removable partial dentures 
(Frank). 1986; 56:562-7 

An esthetic removable partial denture retainer for the maxillary 
canine (Hansen and Iverson). 1986; 56:199-203 

Evaluation of load transmission by distal-extension removable 
partial dentures by using reflection photoelasticity (Pezzoli et al). 
1986; 56:329-37 

Identification of removable dental prosthesis (Chalian et al). 1986; 
56:254-6 

Investing and packing removable partial denture bases to mini- 
mize vertical processing error (Palmer and Coffey). 1986; 
56:123-4 

Photoelastic stress analysis of mandibular removable partial den- 
tures with mesial and distal occlusal rests (Ko et al). 1986; 
56:454-60 

A photoelastic study of rests on solitary abutments for distal- 
extension removable partial dentures (Myers et al). 1986; 56:702- 
7 


Preliminary study of a method of measuring removable partial 
denture abutment tooth movement in vitro and in vivo (Bazirgan 
and Bates). 1986; 56:204-7 

Record keeping for removable prostheses (Blustein et al). 1986; 
56:747 (Tips) 

Retentive characteristics of different magnetic systems for dental 
applications (Highton et al). 1986; 56:104-6 

Removable prosthodontics 

A new visible light-cured resin system applied to removable 
prosthodontics (Ogle et al). 1986; 56:497-506 

Removable prosthodontics. 1986; 56:51-60, 197-208, 322-37, 445- 
65, 562-82, 698-701 


Microieakage between light-cured composites and repairs (Chalkley 
and Chan). 1986; 56:441-4 
Research and education 
Research and education. 1986; 56:93-112, 226-48, 359-79, 493-509, 
624-38, 732-40 
Residual ridge 
Particles versus solid forms of hydroxyapatite as a treatment 
modality to preserve residual alveolar ridges (Bell). 1986; 56:322- 
6 


Resin 

A chemical etching system for creating micromechanical retention in 
resin-bonded retainers (Livaditis). 1986; 56:181-8 

A clinical comparison of three types of resin-retained cast metal 
prostheses (Creugers et al). 1986; 56:297-300 

Esthetic veneer cementation (Nicholls). 1986; 56:9-12 

Etched-metal resin-bonded intracoronal cast restorations. Part I: the 
attachment mechanism (Livaditis). 1986; 56:267-74 

Fabrication of treatment restorations using acrylic resin denture 
teeth (Kinsel). 1986; 56:142-5 

How dentists learned about resin-bonded prostheses (Landesman et 
al). 1986; 56:493-7 

Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 


Natural teeth pontics for a cast metal resin-bonded prosthesis 
(Binkley et al). 1986; 56:531-5 

A new visible light-cured resin system applied to removable 
prosthodontics (Ogle et al). 1986; 56:497-506 

Porous metal coatings for resin-bonding systems (Stokes and Tid- 
marsh). 1986; 56:170-5 
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Resin—cont’d 
Resin-bonded prostheses: microleakage and luting agent thickness of 
etched and cast-meshwork retainers (Rothermel and Kelly). 1986; 
56:47-50 
Sequentially light-cured composite resins: strength of bond between 
layers (Eli et al). 1986; 56:158-61 


The contribution of a pinhole to the retention and resistance form of 
veneer crowns (Galun et al). 1986; 56:292-7 

In vitro two-body wear of polymeric veneering materials (Smalley 
and Nicholls). 1986; 56:175-81 

Retention and resistance in preparations for extracoronal restora- 
tions. Part I: theoretic studies (Owen). 1986; 56:13-6 

Retention and resistance in preparations for extracoronal restora- 
tions. Part II: practical and clinical studies (Owen). 1986; 
56:148-53 

Resorption 

Effect of apical root resorption on periodontal support (Kalkwarf et 
al). 1986; 56:317-9 

Osteoporosis and mandibular bone resorption: a prosthodontic 
perspective (Sones et al). 1986; 56:732-6 

t 


Load cycling of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:239-42 , 
A photoelastic study of rests on solitary abutments for distal- 
extension removable partial dentures (Myers et al). 1986; 56:702- 
7 
Shear strength of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:99-104 
Restoration 
Etched-metal resin-bonded intracoronal cast restorations. Part I: the 
attachment mechanism (Livaditis). 1986; 56:267-74 
Etched-metal resin-bonded intracoronal cast restorations. Part II: 
design criteria for cavity preparation (Livaditis). 1986; 56:389- 
95 
Evaluation of interproximal finishing techniques for silver amalgam 
restorations (Bower et al). 1986; 56:274-8 
Fabrication of treatment restorations using acrylic resin denture 
teeth (Kinsel). 1986; 56:142-5 
In vivo adaptation of restorative materials to dentin (van Dijken and 
Horstedt). 1986; 56:677-81 
Increasing the bond strength of metal-ceramic restorations (Winkler 
and Wongthai). 1986; 56:396-401 
A metal-ceramic restoration with a porcelain labial margin: a 
modified direct lift method (Hurtado). 1986; 56:380-1 
Microleakage measurement of selected restorative materials: a new 
in vitro method (Derkson et al). 1986; 56:435-40 
Relationship of surface area and design to the bond strength of 
etched cast restorations: an in vitro study (Murakami and 
Barrack). 1986; 56:539-45 
Retention and resistance in preparations for extracoronal restora- 
tions. Part I: theoretic studies (Owen). 1986; 56:13-6 
Retention and resistance in preparations for extracoronal restora- 
tions. Part II: practical and clinical studies (Owen). 1986; 
56:148-53 
A review of methods and techniques to improve the fit of cast 
restorations (Schwartz). 1986; 56:279-83 
Selecting a matrix for a Class II amalgam restoration (Kaplan and 
Schuman). 1986; 56:25-31 
Technique to restore staple bone implants with semiprecision 
attachments (Koslen). 1986; 56:466-9 
The use of porcelain-fused-to-metal restorations in current dental 
practice: a survey (Christensen). 1986; 56:1-3 
Retainer; see Retention 
Retention 
Canines as removable partial denture abutments. Part II: rest and 
undercut location for retainers (McArthur). 1986; 56:445-50 
A chemical etching system for creating micromechanical retention in 
resin-bonded retainers (Livaditis). 1986; 56:181-8 
A clinical comparison of three types of resin-retained cast metal 
prostheses (Creugers et al). 1986; 56:297-300 
The contribution of a pinhole to the retention and resistance form of 
veneer crowns (Galun et al). 1986; 56:292-7 
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Retention—cont’d 
Direct retainers for distal-extension removable partial dentures 
(Frank). 1986; 56:562-7 
Effect of preparation finish on retention and fit of complete crowns 
(Tjan and Sarkissian). 1986; 56:283-8 
The effects of surface texture and grooving on the retention of cast 
crowns (Witwer et al). 1986; 56:421-4 
Esthetic placement of bar-clasp direct retainers (Unger and Badr). 
1986; 56:381-2 
An esthetic removable partial denture retainer for the maxillary 
canine (Hansen and Iverson). 1986; 56:199-203 
Resin-bonded prostheses: microleakage and luting agent thickness of 
etched and cast-meshwork retainers (Rothermel and Kelly). 1986; 
56:47-50 
Retention and resistance in preparations for extracoronal restora- 
tions. Part I: theoretic studies (Owen). 1986; 56:13-6 
Retention and resistance in preparations for extracoronal restora- 
tions. Part II: practical and clinical studies (Owen). 1986; 
56:148-53 
Rubber dam isolation in a difficult situation (Re et al). 1986; 
56:319-21 
Retrusion 
Condylar retruded contact position and intercuspal position correla- 
tion in dentulous patients. Part I: three-dimensional analysis of 
condylar registrations (Rosner and Goldberg). 1986; 56:230-9 
Condylar retruded contact position and intercuspal position in 
dentulous patients. Part II: patients classified by anamnestic 
questionnaire (Rosner and Goldberg). 1986; 56:359-68 
Reversible hydrocolloid 
Clinically oriented evaluation of the accuracy of commonly used 
impression materials (Tjan et al). 1986; 56:4-8 
Root i 
Effect of apical root resorption on periodontal support (Kalkwarf et 
al). 1986; 56:317-9 
Roughness 
An evaluation of polishing techniques on surface roughness of 
acrylic resins (Ulusoy et al). 1986; 56:107-12 
RPA or RPI clasp 
Analysis of facial surface undercuts to determine use of RPI or RPA 
clasps (LaVere). 1986; 56:741-3 
Rubber 
Clinically oriented evaluation of the accuracy of commonly used 
impression materials (Tjan et al). 1986; 56:4-8 
Rubber dam 
Rubber dam isolation in a difficult situation (Re et al). 1986; 
56:319-21 


Ss 
Saline 
Discomfort and bite force in painful masseter muscles after intra- 
muscular injections of local anesthetic and saline solution (Hag- 
berg et al). 1986; 56:354-8 
Saliva reservoir 
Construction of an artificial saliva reservoir in an existing maxillary 
denture (Vissink et al). 1986; 56:70-4 


In vitro evaluation of the shoulder stop in a self-threading pin 
(Marshall et al). 1986; 56:428-30 
Retention of self-threading pins with reduced stress from insertion 
(Webb et al). 1986; 56:684-8 
Semiprecision attachment 
Technique to restore staple bone implants with semiprecision 
attachments (Koslen). 1986; 56:466-9 
Sensitivity; see also Hypersensitive teeth 
Modulus of elasticity in bending of composites and amalgams 
(Bryant and Mahler). 1986; 56:243-8 
endodontic 


Retention of sie 9 NE posts with a composite luting agent: 
effect of cement thickness (Assif and Bleicher). 1986; 56:689-91 
Sex variations 
A comparison of articulator settings to age and sex (Beard et al). 
1986; 56:551-4 
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Shade 
Color comparisons of denture teeth and shade guides (Shotwell et 
al). 1986; 56:31-4 
Spectrophotometric analysis of color differences between porcelain 
systems (Seghi et al). 1986; 56:35-40 
Shear bond strength 
Shear strength of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:99-104 


Evaluation of the 45-degree labial bevel with a shoulder preparation 
(Panno et al). 1986; 56:655-61 
In vitro evaluation of the shoulder stop in a self-threading pin 
(Marshall et al). 1986; 56:428-30 
Silicone 
Clinically oriented evaluation of the accuracy of commonly used 
impression materials (Tjan et al). 1986; 56:4-8 
Use of polyvinyl siloxane as blockout material during indirect 
placement of overdenture attachments (Gerrow and Jons). 1986; 
56:510-2 
Silver 
Evaluation of interproximal finishing techniques for silver amalgam 
restorations (Bower et al). 1986; 56:274-8 
A simplified palatal expansion prosthesis (Striano and Comella). 
1986; 56:639-40 
Silver nitrate 
Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 
Single record base 
A prosthesis fabrication technique for the edentulous maxillary 
resection patient (Shifman and Kusner). 1986; 56:586-92 
Sodium citrate 
Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 
Sodium a. ph ph +, 
Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 
Inlay repair of a broken solder joint (Skeeters et al). 1986; 
56:156-7 
A quantitative study of preporcelain soldered connector strength 
with palladium-based porcelain bonding alloys (Beck et al). 1986; 
56:301-6 
Solitary abutment 
A photoelastic study of rests on solitary abutments for distal- 
extension removable partial dentures (Myers et al). 1986; 56:702- 
7 
Spatial relationships 
Temporomandibular joint spatial relationships: osseous and soft 
tissues (Hatcher et al). 1986; 56:344-53 








Ls at 7 
Spectrophotometric analysis of color differences between porcelain 
systems (Seghi et al). 1986; 56:35-40 
Speech 
Incisal relationships during speech (Howell). 1986; 56:93-9 


Arthrographically assisted splint therapy: a 6-month follow-up 
(Tallents et al). 1986; 56:224-5 

Temporomandibular joint disk position as determined by a simple 
recorder (Bates et al). 1986; 56:221-4 

Split pontic nonrigid connector 

Use of the split pontic nonrigid connector with the tilted molar 

abutment (O’Connor et al). 1986; 56:249-51 
i technique 

Spray-sprinkle-on technique for stabilized complete denture record 

base fabrication (Hamada). 1986; 56:641-4 


Evaluating six sprue designs used in making high-palladium alloy 
castings (Peregrina and Rieger). 1986; 56:192-6 
Internal porosity in conically sprued base-metal castings (Rieger et 
al). 1986; 56:19-25 
Stability 
Hydroxyapatite for alveolar ridge augmentation: a clinical study 
’ (Cranin et al). 1986; 56:592-9 
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Stability—cont’d 
Spray-sprinkle-on technique for stabilized complete denture record 
base fabrication (Hamada). 1986; 56:641-4 
Stannous fluoride 
Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 
11 
Staple 
Technique to restore staple bone implants with semiprecision 
attachments (Koslen). 1986; 56:466-9 
Stenosis 
Prosthetic repair of meatal stenosis (Sela et al). 1986; 56:214-6 
Stent 
Using soft vinyl stents to facilitate augmentation of maxillary 
anterior atrophic ridges with hydroxyapatite (Torres et al). 1986; 
56:326-9 
Stomatognathic treatment 
Acupuncture compared with stomatognathic treatment for TMJ 
dysfunction. Part III: effect of treatment on mobility (Raustia and 
Pohjola). 1986; 56:616-23 
Stone die 
Comparison study of elastic impression material (Drummond and 
Randolph). 1986; 56:188-92 
Strength; see also Force 
Bond strengths of etched base metals: effects of errors in surface area 
estimation (Hill et al). 1986; 56:41-6 
Effect of four pretreatment techniques on porcelain-to-metal bond 
strength (Daftary and Donovan). 1986; 56:535-9 
Increasing the bond strength of metal-ceramic restorations (Winkler 
and Wongthai). 1986: 56:396-401 
Limits of human bite strength (Gibbs et al). 1986; 56:226-9 
A quantitative study of preporcelain soldered connector strength 
with palladium-based porcelain bonding alloys (Beck et al). 1986; 
56:301-6 
Relationship of surface area and design to the bond strength of 
etched cast restorations: an in vitro study (Murakami and 
Barrack). 1986; 56:539-45 
Sequentially light-cured composite resins: strength of bond between 
layers (Eli et al). 1986; 56:158-61 


Shear strength of lingual rest seats prepared in bonded composite 
(Toth et al). 1986; 56:99-104 


Photoelastic analysis of stresses in resin-bonded cingulum rest seats 
(Seto and Caputo). 1986; 56:460-5 

Photoelastic stress analysis of mandibular removable partial den- 
tures with mesial and distal occlusal rests (Ko et al). 1986; 
56:454-60 

Strontium 

Hypersensitive teeth. Part II: treatment (Krauser). 1986; 56:307- 

11 


Surface 
Bond strengths of etched base metals: effects of errors in surface area 
estimation (Hill et al). 1986; 56:41-6 
The effects of surface texture and grooving on the retention of cast 
crowns (Witwer et al). 1986; 56:421-4 
An evaluation of polishing techniques on surface roughness of 
acrylic resins (Ulusoy et al). 1986; 56:107-12 
Influence of heat treatment on the surface texture of an etched cast 
nickel-chromium base alloy: an evaluation by profilometric 
records (Marinello et al). 1986; 56:431-5 
Switch 
A jaw-operated proximity switch for a paraplegic patient (DiPietro 
et al). 1986; 56:711-5 
Synovial fluid 
Studies on bovine temporomandibular joint synovial fluid (Hatton 
and Swann). 1986; 56:635-8 


T 
T 


‘echnology 
Dental technology. 1986; 56:113-24, 249-56, 380-2, 510-13, 639-48, 





Tempor dibular joint 
Acupuncture compared with stomatognathic treatment for TMJ 
dysfunction. Part III: effect of treatment on mobility (Raustia and 
Pohjola). 1986; 56:616-23 
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P joint—cont’d 
Arthrographically assisted splint therapy: a 6-month follow-up 
(Tallents et al). 1986; 56:224-5 
. Concerns of patients seeking treatment for TMJ dysfunction 
(Al-Hasson et al). 1986; 56:217-21 
Discriminative ability of the TMJ Scale: age and gender differences 
(Lundeen et al). 1986; 56:84-92 
Loading on the temporomandibular joints with five occlusal condi- 
tions (Ito et al). 1986; 56:478-84 
A rational approach to the differential diagnosis of arthritic disor- 
ders (Tanaka). 1986; 56:727-31 
Studies on bovine temporomandibular joint synovial fluid (Hatton 
and Swann). 1986; 56:635-8 
Temporomandibular joint disk position as determined by a simple 
recorder (Bates et al). 1986; 56:221-4 
Temporomandibular joint disorder: a diagnostic challenge (Hellsing 
et al). 1986; 56:600-6 
Temporomandibular joint spatial relationships: osseous and soft 
tissues (Hatcher et al). 1986; 56:344-53 
Tensile strength 
Esthetic veneer cementation (Nicholls). 1986; 56:9-12 
Porous metal coatings for resin-bonding systems (Stokes and Tid- 
marsh). 1986; 56:170-5 
Texture 
The effects of surface texture and grooving on the retention of cast 
crowns (Witwer et al). 1986; 56:421-4 
Influence of heat treatment on the surface texture of ani etched cast 
nickel-chromium base alloy: an evaluation by profilometric 
records (Marinello et al). 1986; 56:431-5 
Tilted molar abutment 
Use of the split pontic nonrigid connector with the tilted molar 
abutment (O’Connor et al). 1986; 56:249-51 
Tips from readers 
Tips from our readers. 1986; 56:257-8, 514-5, 746-7 
Tissue 
An alternative holder for radiographic evaluation of tissue-integrat- 
ed prostheses (Cox and Pharoah). 1986; 56:338-41 
Modifications of existing prosthesis with osseointegrated implants 
(Parel et al). 1986; 56:61-5 
Refitting complete dentures in patients with severe tissue undercuts 
(Granata). 1986; 56:119-22 
TMJ; see Temporomandibular joint 
Tongue 


Adenocarcinoma of the tongue complicated by a hemimandibulecto- 
my: soft tissue support for a tongue prosthesis in an edentulous 
glossectomy patient (Ballard et al). 1986; 56:470-3 

Tooth; see also Denture; specific tooth 

Analysis of facial surface undercuts to determine use of RPI or RPA 
clasps (LaVere). 1986; 56:741-3 

Canines as removable partial denture abutments. Part I: tooth rank 
and canine incidence (McArthur). 1986; 56:197-9 

Preliminary study of a method of measuring removable partial 
denture abutment tooth movement in vitro and in vivo (Bazirgan 

and Bates). 1986; 56:204-7 
Tooth i 

The contribution of the deep fibers of the masseter muscle to selected 
tooth-clenching and chewing tasks (Belser and Hannam). 1986; 
56:629-35 

Traction strips 
Mixing bowl traction strips (Stevenson). 1986; 56:515 (Tips) 
Treatment i 

A cephalometric technique for prosthodontic diagnosis and treat- 

ment planning (Chaconas and Gonidis). 1986; 56:567-74 
Treatment restoration 

Fabrication of treatment restorations using acrylic resin denture 

teeth (Kinsel). 1986; 56:142-5 
Trial denture 

Movement of artificial teeth in waxed trial dentures (Shetty and 

Udani). 1986; 56:644-8 


U 
Undercut 
Elimination of mandibular labial undercut with autogenous bone 
graft from a maxillary tuberosity (Moenning and Graham). 1986; 
56:211-4 
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Undercut—cont’d 


Refitting complete dentures in patients with severe tissue undercuts 
(Granata). 1986; 56:119-22 


Vv 
Veneer 
The contribution of a pinhole to the retention and resistance form of 
veneer crowns (Galun et al). 1986; 56:292-7 
Esthetic veneer cementation (Nicholls). 1986; 56:9-12 
In vitro two-body wear of polymeric veneering materials (Smalley 
and Nicholls). 1986; 56:175-81 
Retention and resistance in preparations for extracoronal restora- 
tions. Part II: practical and clinical studies (Owen). 1986; 
56:148-53 
Vertical processing error 
Investing and packing removable partial denture bases to minimize 
vertical processing error (Palmer and Coffey). 1986; 56:123-4 
Veterans Administration Cooperative Studies Project 
Veterans Administration Cooperative Studies Project No. 147. Part 
I: a multidisciplinary, multicenter experimental design for the 
evaluation of alternative metal-ceramic alloys (Morris et al). 
1986; 56:402-6 
Veterans Administration Cooperative Studies Project No. 147. Part 
II: a new assessment system for rating metal-ceramic crowns 
(Morris). 1986; 56:546-51 
Veterans Aministration Cooperative Studies Project No. 147. Part 
III: assessment of blindness in a clinical evaluation of alternative 
alloys for metal-ceramic crowns (Morris). 1986; 56:692-7 
Vinyl stent 
Using soft vinyl stents to facilitate augmentation of maxillary 
anterior atrophic ridges with hydroxyapatite (Torres et al). 1986; 
56:326-9 
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Ww 
Waxed trial denture 
Movement of artificial teeth in waxed trial dentures (Shetty and 
Udani). 1986; 56:644-8 
Wear 
Canine slope and glenoid cavity morphology: relationships with 
dental wear (Buyle-Bodin et al). 1986; 56:312-7 
In vitro two-body wear of polymeric veneering materials (Smalley 
and Nicholls). 1986; 56:175-81 
Wedge 
Contouring wedge with compound aids gingival adaptation of 
matrix band (Re and Porter). 1986; 56:514 (Tips) 


x 
Xerostomia 
Construction of an artificial saliva reservoir in an existing maxillary 
denture (Vissink et al). 1986; 56:70-4 


Z 
Zero-degree tool 
The use of an attachment system for overlay prostheses (Arbree and 
Galovic). 1986; 56:51-5 
Zinc-phosphate cement 
Effect of preparation finish on retention and fit of complete crowns 
(Tjan and Sarkissian). 1986; 56:283-8 





